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Message Text 
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43 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

130733 

P 091518Z APR 76 

FM AMEMBASSY ATHENS 

TO USDOC WASHDC PRIORITY 

INFO AMEMBASSY BRUSSELS PRIORITY 

SECSTATE WASHDC 3669 

UNCLAS ATHENS 3460 

E.O. 11652: N/A 
TAGS: BEXP, GR 

SUBJECT: FGT-FOLLOW-UP (NO 4) 

1 . REFTELS (A) 75 ATHENS 7283, (B) 75 ATHENS 8984, (C) ATHENS 1 126, 

(D) ATHENS 1902 

2. 484/01/T-0012 (SPECIAL HANDLING APPLICABLE) 

3. 092375 

4. HELLENIC TELECOMMUNICATIONS ORGANIZATION (OTE) HAS ISSUED 
SUPPLEMENT NO 2 (QUOTED BELOW) AMENDING AND CLARIFYING THE 
SPECIFICATIONS OF BID NO 7105. QUOTE: 

A. AMESSA PART 

CHAPTE I, PARA 1.2, 3.1, 3.2, 4.2 

LEASED CHANNELS FACILITIES AND DATA TRANSMISSION IS NOT REQUIRED 
FOR THE PRESET STAGE. NEVERTHELESS THE CAPABILITY OF THE SYSTEM 
FOR SUCH FACILITIES WITH OR WITHOUT ADDITIONAL EQUIPMENT SHOULD BE 
MENTIONED. 

CHAPTER II, PARA 2.2 

SPARE PARTS AND SPARE UNITS OFFERED SHOULD BE SUFFICIENT FOR 
TWO YEARS OPERATION OF THE SYSTEM AFTER THE ONE YEAR GUARANTEE 
PERIOD. THE SUPPLIER SHOULD UNDERTAKE THE OBLIGATION TO 
PROVIDE OTE FREE ANY KIND AND IN ANY QUANTITY OF SPARE PARTS 
AND SPARE UNITS REQUIRED DURING THE ABOVE TWO YEARS PERIOD BUT 
NOT INCLUDED IN THE OFFER. (SEE ALSO CHAPTER II, PARA 5) 

PARA 3.1, 3.2, 3.3 

THE PROCEDURES AND ALTERNATIVES REQUESTED FOR THE INSTALLATION 
UNCLASSIFIED 
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OF THE TELEX EXCHANGE ARE VALID FOR THE AMESSA AS WELL. 
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THEREFORE NO DELIVERY ON A TURN-KEY BASIS SHOULD BE OFFERED 
CHAPTER III, PARA 3.6 

50 PERCENT OF THE INCOMING MESSAGES WITH RTA ARE DELIVERED 
VIA TELEX, 25 PERCENT BY TELEPHONE AND 25 PERCENT BY MESSENGER 

CHAPTER IV, PARA 2.8 
EMERGENCY POWER SUPPLY 

OTE WILL PROVIDE THE NECESSARY NO BREAK POWER SUPPLY FOR THE 
OPERATION OF THE SYSTEM. THIS CAN BE 220V AC OR 48V OR 60V DC. 

THE BIDDER MUST INCLUDE IN HIS OFFER THE EMERGENCY POWER SUPPLY 
REQUIRED FOR A SHORT PERIOD SUPPLY OF THE SYSTEM IN CASE OF 
INTERRUPTION OF THE ABOVE NO BREAK POWER SOURCE SO THAT THE SYSTEM 
WILL STOP IN A NORMAL SEQUENCE WITHOUT ANY DESTROY OF THE 
PROGRAM OR THE TRAFFIC STORED. THE TRANSMISSION TO ALL LINES 
OF A PROPER MESSAGE, IN SUCH A CASE, BEFORE STOPPING THE 
SYSTEM IS PREFERRED 

CHAPTER V, PARA 3.1 

B. PLEASE READ 4 CHARACTERS (INSTEAD OF 40) 

C. TO BE CANCELED 
TABLE IV 

THERE IS NO RELATION BETWEEN THE DATA AND THE FIGURES OF 
THE COLUMNS. ON EACH COLUMN APPEAR INDEPENDENT DATA. IN LAST 
COLUMN PLEASE READ INCOMING TELEGRAMS WITH R.T.A. 

IN PHONOGRAMS COLUMN THE NUMBER 105 SHOULD BE OMITTED 

B. TELEX EXCHANGES PART 

1 . IT IS CLARIFIED THAT THE 70 GENTEX LINES OF THE PIRAEUS 
EXCHANGE FOR THE YEAR 1985 (SEE LIST P. 145/SHEET 1/COLUMN 
PROGRAM 83-85/SPS) WILL NOT BE CONNECTED TO THE PIREEFS B' 

EXCHANGE (P.EP. T-9/PIREEFS/85), BUT TO THE ATHINAI B' EXCHANGE 
TOGEHTER WITH THE FORESEEN 400 LINES OF THE SAME EXCHANGE, 

SO TO HAVE 470 GENTEX LINES ALLTOGETHER CONNECTED TO THIS 
EXCHANGE (P.E.P. T-9/ATHINE/85) 

THE ABOVE DIFFERENTIATION IS NECESSARY BECAUSE OF THE 
NUMBERING PLAN 

IT IS POINTED-OUT THAT THE DISTANCE BETWEEN THE ATHINE AND 

PIREEFS EXCHANGES IS ABOUT 1 1 KM 
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2. ALSO WITH PAR C.6. 1 OF THE TECHNICAL SPECIFICATIONS 
AND A.5 OF THE SUPPLEMENT NO 1, IT IS CLARIFIED THAT THE 
MENTIONED FACILITY SHOULD BE TAKEN UNDER CONSIDERATION AS 
AN OPTION AND IN AN AFFIRMATIVE CASE, THE COST OF THE ABOVE 
FACILITY SHOULD BE DEFINITELY GIVEN 
UNQUOTE. 

STEARNS 
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